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DCI/ICS-75-J93B 
3 November 1 975 


MEMORANDUM FOR: 
SUBJECT ; 


Deputy to the DCI for the Intelligent Conaur.1, y 
Inputs of Memoranda to the Action Plan last Irmp 


yof »« «poup 
to you copies of any mSIS * a11 members a u bait 

their organl 3 atio^whi?h Slat2 i-o ^fv, PaP fr 8 f r ®^ ed within 

“0 ‘UeStlons- SJ SJ^iSiSVS ^ op ^? ltlTe 

2 e Here is a case in point : 


e» On 30 October 
copy of a memorandum on 


rou provided the DCI an advance 


Wepi?Si by the Dlretorir^eNca. l, " OD * r 

TOmoraAdun uplitlSB 0 the‘etlle!! C SfS?iiltlonf e ‘ i ®* “ 

Staff “io see If ^?h±ni "* went to Ul » »«vie* 

that the Review atj£f SifS “S*i “ as available, we learnt a 

«hl DDSIT a ^r^L^ol?<llL^S*L" n Lt,? h ? Pi X: ' • 
tlon about the anty aat Matter of 

than had been made known to us. 


provided all memorand a which could *"? ure tha t you art 

*vouP 1» worJclng°onat ll tZ'.l *?“** 4?“ t3u 1 

officers. Otherwise you Eay^rn^ SS 

our need tlr^ulhZSLl^^ ?£%*£? JFZS B i d * r *° «’Ph»el. 

*ould he tinely tolit ^a^e at e"!.^on ^*e£ Ut N t o >ti11 
on the importance of vourh* w JLJ e * ,io ? of the task cp-oup 
natters relating to the^e^iSf, P ourr * nt - Particularly on 


STAt 
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5 . We have enough information to update the 30 October 
memorandum whic h went to the PCI, b ut I see no point in so 

STAT doing since the ^hearing will be Tuesday, 

4 November, and Mr. Colbjr Will not be one of the witnesses. 

! 

6 . Instead, I propose that after the hearing the 
memorandum be redrafted, pointing toward any required follow-on 
to Issues which were raised during the hearing. 


Major General, USAF uet.j — 
Chief, Coordination Staff , IGf 


STAT 



Distribution: 
Orig. - Adsee. 

1 - CS/ICS Chrono 

STAT 

1 - 
1 - 





IC Registry 

STAT 

DCI/ICS/CS^ 



(3 November (0) 
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